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1 GHz FRILSRFE 1P4T SWITCH 



LTR. 



SESCRlPIlONi. 

This SP4T switch fitted with IEC I.S-S.S canneetori has b«tn designed 
to provide and to spirits in tha f raquancy rang® ■from DC to 1 GHx.Emch part 
has its own individual actuator* which me mi faster switching 1 1 ma and 
1 ow con sup t 1 on . Thasas IEC connactors shall mata with IEC l.S— 5.S 
SNAP-ON mala connactors only. 

JQBQCTERISTlCSj, 



NUMBER OF WHYS 

FREQUENCY RRNGE 



s 4 

i DC - 1 GHz 



IMPEDANCE 
CONNECTORS 






: 75 Ohms 

: 1.6-5 


FREQUENCY 


DC - 0.5 GHz 


S.S - 1 Gt-te 


V.S.W.R. 


<_ 


1 .25 


1 .30 


INSERT . LOSS 


<«, 


a. IS dB 


0. 20 dB 


ISOLATION 


>«• 


SB dB 


BS dB 



famala par ICC IBS -13 



ELECTRI CHL^CHORRCTERISTI CS : 

flCTURTOR 
ACTUATOR VOLTRGE 
COIL RESISTANCE 
RCTURTOR TERMINRLS 

dECHHNICRL^CHRRRClERlSIlCS s 

CONSTRUCTION 

SWITCHING TIME 

LIFE 

WEIGHT 

ENV 1R0NMENTRL_CHRRHCTER1STI CS„ ; 

OPERATING TEMPERATURE RANGE 
VIBRATION STD 282 F 

SHOCK STD 202 F 



! Failsafe 
: 24 - 30 V 
i 200 Ohms 

: By sol dar pins ( 200* Cmax . ) 



: Sp 1 ashproof 
: <- 20 ma 
: 106 op«r at 1 ons 
: 140 grams 



: - 25»C + 70* C 

i Mathod 204 D Condition A 
i Mathod 213 B Condition J 
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5 1.S-S.6 




4 holes 
dim 3.3 



mmxv 



SCHEMATIC: 



Power Input 
termi nal s 




®t 2 reference mmrks on so 1 d«r t«rm1 nml socket . 
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